



























































































































































































































































































































































































































































































































































128.0 0003 0030.A 1 of y) Apartment . Total Card / Total Parcel 
. nce i” ro ARLINGTON APPRAISED: 2,473,500 / 3,609,900 
ap USE VALUE: 2,473,500 / 3,609,900 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 2,473,500! 3,609,900 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
4|-8 MENOTOMY RD, ARLINGTON 112 19361.000 1,136,300 6,200 1,331,000 2,473,500 | 83340 
OWNERSHIP Unit #: | | GIS Ref 
Owner 1: |SULLIVAN WILLIAM H TRS-ETAL 
aunt = BSS tLe Total Card 0.444 1,136,300 6,200 1,331,000 2,473,500 Spaeglan tae GIS Ref . 
Total Parcel AAA 20727 2 1,331 ; 
elem 0. BOX I . sae Market a Cos Tana per re _ /Card: at sie aio ne ale Insp Date cariot 
Street 2: accY: Land Unit Type: 04/24/18 Properties Inc. 
Twn/City: CARLISLE PREVIOUS ASSESSMENT Parcel ID |128.0-0003-0030.A 140054! USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date , ame Id # 1:|83340 
Postal: |01741 Type: 2020 112 ~=«~FV 2,171,900 6200 19,361. 1,210,000 3,388,100 3,388,100 Year End Roll 12/18/2019 PRINT enculchi 
PREVIOUS OWNER 2019 112 FV 1,793,900 6500 19,361. 1,210,000 + — 3,010,400 3,010,400 Year End Roll 1/3/2019 Date | Time Prior Id # 3: 
Gino 2018 112 FV 1,793,900 6500 19,361. 1,210,000 3,010,400 3,010,400 Year End Roll 12/20/2017 Prior Id # 1: 
RSD: 2017 112.—=OFV 1,541,900 6500 19,361. 990,000 2538400  —2,538,400 Year End Roll 1/3/2017 12/11/20 00:24:51 | Brio Id #2: 
Sree 2016 112 FV 1,541,900 6500 ~—- 19,361. 990,000 2,538,400 2,538,400 Year End 1/4/2016 LAST REV Prior Id #3: 
Tne 2015 «112 =«~FV 1,353,000 6800 19,364. 836,000 ~—-2, 195,800 2,195,800 Year End Roll 12/11/2014 Date | Time | Prior ld #1: 
Siar entry: 2014 112s«FV 1,353,000 6800 19,361. 836,000 —-2,195,800 2,195,800 Year End Roll 12/16/2013 04/30/18 | 14:27:19 | Prior Id #2: 
Stal 2013 112.—«#FV 1,353,000 6800 19,361. 836,000 2,195,800 2,195,800 12/13/2012 ekelly Prior ld #3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 10054 ASR Map: 
This parcel contains 19,361 Sq. Ft. of land mainly classified as Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
Apts. 8 Plus with a Apt- Garden Building built about 1950, 21078-242 4/4/1991 680,000|No No A Reval Dist: 
having primarily Stucco Exterior and 7849 Square Feet, with 11 | | Year: 
Units, 11 Baths, 0 3/4 Bath, 0 HalfBath, 44 Rooms, and 11 LandReason: 
OTHER ASSESSMENTS BUReosol 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS 2/18/2016 166 Redo Kit 167,500 2/18/2016 Remodel kitchen an 4/24/2018 MEAS&NOTICE CC Chris C 
tem | Code |Description | % | Item | Code | Description |/49/94/1997 637 Manual 8,500 REROOF 4/7/2009 Measured 197 PATRIOT 
Z R6 |APTSLOW_ |100 | water 5/11/2000 Measured 197 PATRIOT 
0 Sewer 12/9/1999 Mailer Sent 
n Electri 11/30/1999 Measured 243 PATRIOT 
Census: Exmpt 10/23/1998 PM Peter M 
Flood Haz: 
D Topo |‘ Level 
S Street 
_—___| __ a Sign: f/f 
LAND SECTION (First 7 lines only) 
ne Description awe No of Units aati Unit Type Land Type Bae ne . . Adj Neigh ba ihe Infl1 | % | Inl2 | % | Infl3 | % ee ae % pie . As Fact Use Value Notes 
112 Apts. 8 Plus 19361 Sq. Ft. Site 0 0. 0.00 AA Med. Tr  -10 
112 Apts. 8 Plus 22 No. of Un Site 0 60,500. 1.00 AA 1,331,000 1,331,000 
TotabAGhile) A4443ut to test POMtSESMAKA86! only | Parcel LUC:/112 Apts. 8 Plus Prime NB Desc: |APT AVG Total:| 1,331,000] | Spl Credit Total:| 1,331,000 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 




























































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: |83_ - Apt- Garden Full Bath|11 | Rating: Average #4. 
Sty Ht:|2 - 2 Story A Bath: Rating: 
(Liv) Units: |11 Total: 22 3/4 Bath: Rating: 
Foundation: |1 - Concrete A 3QBth Rating: 
Frame:|1 - Wood 1/2 Bath: Rating: 
Prime Wall: |6 - Stucco A HBth: Rating: 
Sec Wall: | [%|_OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct: /2  - Hip OTHER FEATURES 1st Res Grid | Desc: Line 1 # Units: |1 
Color: WHITE A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
WSFlue: Rating: Lvi2 
GENERAL INFORMATION g: Bae 
Grade:|C - Average CONDO INFORMATION iene 
Year Bit:|1950_ | Eff Yr Bit ee Totals | RMs:/44 [BRs:|11 [Baths:|11 [HB] _ | 
Alt LUC: Alt %: Total Units: 
Jurisdict: Fact:|. ae REMODELING RES BREAKDOWN 
Const Mod: 70 Own: Exterior: No Unit RMS BRS 
Lump Sum Adj: EC O Interior: i 4 
DEPRECIATION ante: 
INTERIOR INFORMATION Phys Cond: |AV_ - Average 30.|% | Kitchen: 
Avg Ht/FL: |10 ai 0 
Functional: % Baths: 
Prim Int Wall |2  - Plaster far 0 
Economic: 1 Plumbing: 
Sec Int Wall: | % Saas: 0 as 
7m . pecial. / | Electric: 
Partition: |T - Typical a. 0 Totals 
Prim Fl a ee icae Override: /> | Heating: 
rim Floors: |3 - Hardwoo 
Seer Oar: 1% cate sumMARY— 30|%| General: iL Sea om SUB AREA SUB AREA DETAIL 
Code Description Area-SQ Rate - AV Undepr Value Sub % % 
ean ime? Hardwood Basic $ / SQ: |168.00 COMPARABLE SALES | FFL _ First Floor 2907 190.260 | Gace lee ys |S 
Subfloor: Size Adj.:|1.14499485 ||Rate___—Parcel|D_— Typ __ Date sala LLV _ Lower Level 2,907 139.560 405,689 LLV 100 FLA 70 A 
2S Ge | Const Adj: |0.98908889 SFL ___ Second Floor 2,907 190.260 553,087 
Electric: /3 _- Typical Adj $ / SQ: |190.260 OFP Open Porch 32 43.520 1,393 
Insulation: |2 _ - Typical Other Features: |110000 
Intvs Ext|S Grade Factor: |1.00 
Beene ; = aa NBHD Inf:|1.00000000 
eat Type: 3 - Force ; 
Alec Grok ee WiAvs/SQ: AvRate: Ind.Val Net Sketched Area: [8,753 Total:| 1,513,256 
vB: LUC Factor: |1.00 Seah 5814 3 IFA 7849 
7 Heated: |100 7 AC: Adj Total: 1623255 Juris. Factor: Before Depr: /190.26 ize Ad | Gross Are 8793 | FinArea 
Solar HW: |NO Central Vac: |NO Depreciation: 1486976 Special Features: |0 Val/Su Net: |129.82 IMAGE . . 
% Com Wall % Sprinkled: |0 || Depreciated Total: |1136278 Final Total: |1136300 _| Val/Su SzAd|195.44 acaean AssessPro a Properties, Inc 
MOBILE HOME | Make: Model: Serial #: Year: Color: = Ry Seg Ss 2 ws 
SPEC FEATURES/YARD ITEMS PARCEL ID /128.0-0003-0030.A x 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
85 Paving DY 1 2000 A AV 1980 400T 31.2 112 5,000 5,000 
87 Fence-4 DY 1 180 A AV 1975 6.00T 35.2 112 700 700 








Sample output to test PDF Combine only 
More: |N Total Yard Items: 6,200 Total Special Featues: Total: 6,200 























































































































































































































































































































































































































































































































































































































128.0 0003 0030.A y) of y) Apartment . Total Cara / Total Parcel 
ARLINGTON APPRAISED: 1,136,400 / 3,609,900 
Map Block Lot CARD USEVALUE:  1,136,400/ 3,609,900 
PROPERTY LOCATION IN PROCESS APPRAISAL SUMMARY ASSESSED: 1,136,400 / 3,609,900 
No Alt No Direction/Street/City Use Code Land Size Building Value Yard Items Land Value Total Value Legal Description User Acct 
4|-8 MENOTOMY RD, ARLINGTON 112 0.000 1,136,400 1,136,400 | 83340 
OWNERSHIP Unit #: | | GIS Ref 
Owner 1: |SULLIVAN WILLIAM H TRS-ETAL 
aunt = MASS ae aes alls Total Card 0.000 1,136,400 1,136,400 Entered Lot Size eee 
Total Parcel 0.444 2,272,700 6,200 1,331,000 3,609,900 (air : 
elem 0. BOX I = sae Market Adj Cost Total Value per SQ unit /Card: |144.78 /Parcel: 229.9 = —_ Insp Date ‘t0t 
Street 2: P accY: Land Unit Type: 04/07/09 Properties Inc. 
Twn/City: CARLISLE PREVIOUS ASSESSMENT Parcel ID |128.0-0003-0030.A 110054! USER DEFINED 
St/Prov: |MA Cniry: Own Occ: |N Tax Yr Use Cat | BldgValue Yrdltems LandSize LandValue Total Value Asses'd Value Notes Date , ame Id # 1:|83340 
Postal: |01741 Type: PRINT Prior Id # 2: 
PREVIOUS OWNER : SUISSE 
Date | Time : 
Owner 1: Prior ld # 1: 
Owner 2: 
| LAST REV Prior Id #3: 
Street 1: Dat Ti 
Twn/City: ate Ime Prior ld #1: 
SUProv: Cntry: 02/15/18 | 18:22:23 | Prior Id #2: 
Postal: apro Prior Id # 3: 
NARRATIVE DESCRIPTION SALES INFORMATION TAX DISTRICT | | PAT ACCT. 10054 ASR Map: 
This parcel contains 19,361 Sq. Ft. of land mainly classified as Grantor Legal Ref Sale Code Sale Price | V_ Ist Verif Fact Dist: 
Apts. 8 Plus with a Apt- Garden Building built about 1950, Reval Dist: 
having primarily Stucco Exterior and 7849 Square Feet, with 11 Year: 
Units, 11 Baths, 0 3/4 Bath, 0 HalfBath, 44 Rooms, and 11 “anuleleaaen. 
eles BldReason: 
OTHER ASSESSMENTS eer 
Code Descrip/No Amount Com. Int CivilDistrict: 
Ratio: 
BUILDING PERMITS ACTIVITY INFORMATION 
Date Number Descrip Amount C/O LastVisit FedCode _ F. Descrip Comment Date Result By Name 
PROPERTY FACTORS 4/7/2009 Measured 197 PATRIOT 
Item | Code | Description % | Item | Code | Description 5/11/2000 Measured 497 PATRIOT 
Z |R6 APTS LOW |100 | water 
0 Sewer 
n Electri 
Census: Exmpt 
Flood Haz: 
D Topo |‘ Level 
S Street 
t Gas: Sian: / | 
. Ign: 
LAND SECTION (First 7 lines only) g —/——/ 
Use aah C Depth / Lal Base Unit Neigh Neigh ‘ ; >, _ Appraised Alt |, | Spec J 
Ga Description Fact No of Units PriceUnits Unit Type — Land Type Factor! Value pace Adj Neigh infu | Mod Infl 1 % | Infl2 | % | Infl3 | % ane Giese tend itecis Fact Use Value Notes 
112 Apts. 8 Plus 0 Sq. Ft. Site 0 0. 0.00 AA Med. Tr _-10 
TotabAGiile) 60009Ut to test POMESESMABine only | ParcelLUC:/112 Apts. 8 Plus Prime NB Desc: |APT AVG Total: Spl Credit Total: 
Disclaimer: This Information is believed to be correct but is subject to change and is not warranteed. Database: AssessPro - FY2021 apro 2021 


































































































































































































































































































































































































































































































































































































































































































































































































EXTERIOR INFORMATION BATH FEATURES COMMENTS SKETCH 
Type: |83_ - Apt- Garden Full Bath|11 | Rating: Average #4. 
Sty Ht:|2  - 2 Story A Bath: Rating: 
(Liv) Units: |11 Total: 22 3/4 Bath: Rating: 
Foundation: |1 - Concrete A 3QBth Rating: 
Frame:|1 - Wood 1/2 Bath: Rating: 
Prime Wall: |6 - Stucco A HBth: Rating: 
Sec Wall: | [%|_OthrFix: Rating: RESIDENTIAL GRID 
Roof Struct:|2  - Hip OTHER FEATURES 1st Res Grid | Desc: Line 1 # Units: |1 
Roof Cover:|1 - Asphalt Shgl Kits:}11 | Rating: |Average Level |FY LR DR D K FRRRBRFBHBL_ O 
Color: | WHITE A Kits: Rating: Other 
View / Desir: Frpl: Rating: Upper 
WSFlue: Rating: Lvi2 
GENERAL INFORMATION g: Lvl 4 
Grade:|C - Average CONDO INFORMATION rarer 
Year Bit:|1950_ | Eff Yr Bit ee Totals | RMs:/44 [BRs:|11 [Baths:|11 [HB] _ | 
Alt LUC: Alt %: Teel Gale: 
Jurisdict: Fact Bt REMODELING RES BREAKDOWN 
Const Mod: 0 Own: Exterior: No Unit RMS BRS 
Lump Sum Adj: EC 7 Interior: 11 4 
DEPRECIATION Agana: 
INTERIOR INFORMATION Phys Cond: |AV - Average 30.|% | Kitchen: 
Avg Ht/FL: |10 eres 0 ; 
Functional: % Baths: 
Prim Int Wall |2  - Plaster ae 0 
Economic: /s | Plumbina: 
Sec Int Wall: | % Saas: 0 g: 
7m . pecial. / | Electric: 
Partition: |T - Typical a. 0 Totals 
Fae rer Override: Yo Heating: a 
rim Floors: |3_ - Hardwoo 
: : Total: 30}% | General: i SUB AREA SUB AREA DETAIL 
BeetOols: | 2 CALC SUMMARY Code Description Area-SQ Rate - AV Undepr Value Sub % % 
pa ime? Hardwood Basic $ / SQ: [168.00 COMPARABLE SALES | FFL First Floor 2,907 190.260 563,087 || Area Usbl "type CU #19" 
beer Size Adj.:|1.14499485 || Rate Parcel ID__— Typ __ Date Salgiiiee LLV _ Lower Level 2,907 139.560 405,689 [LLV 100 FLA 70A 
2S Ge | Const Adj: |0.98908889 SFL ___ Second Floor 2,907 190.260 553,087 
Electric: /3 _- Typical Adj $ / SQ: |190.260 OFP Open Porch 36 43.520 1,567 
Insulation: |2__ - Typical Other Features: |110000 
Intvs Ext|S Grade Factor: |1.00 
Beene ; = aa NBHD Inf: /1.00000000 
eat Type: 3 - Force ; 
Tear NED Mee: WiAvS/SQ: AvRate: Ind. Val Net Sketched Area: [8,757 Total] 1,513,430 
ve LUC Factor: |1.00 5814 
7% Heated: |100 % AC: Adj Total: | 1623429 Juris. Factor: Before Depr: |190.26 Size Ad | Gross Are 8797 | FinArea 7849 
Solar HW: |NO Central Vac: |NO Depreciation: 1487029 Special Features: |0 Val/Su Net: |129.77 IMAGE . . 
% Com Wall % Sprinkled: Final Total: 1136400 Val/Su SzAd |195.46 AssessPro Patriot Properties, Inc 
Depreciated Total: | 1136400 | | cn? aN te S Coe iitry 
MOBILE HOME | Make: Model: Serial #: Year: Color: ms iP} PES 9 ye 
SPEC FEATURES/YARD ITEMS PARCEL ID /128.0-0003-0030.A 
Code Description A Y/S Qty Size/Dim Qual Con Year  UnitPrice D/S Dep LUC’ Fact NBFa Appr Value JCod JFact Juris. Value 
Sample output to test PDF Combine only 
More: |N Total Yard Items: Total Special Featues: Total: 


















































